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Message Text 

CONFIDENTIAL 

PAGE 01 BONN 04885 181621Z 
ACTION AF-08 

INFO OCT-01 EUR- 1 2 ISO-OO /021 W 

181705Z 112420/43 

PR 181616Z MAR 77 
FM AMEMBASSY BONN 
TO AMEMBASSY FREETOWN PRIORITY 
INFO SECSTATE WASHDC 6628 

CONFIDENTIAL BONN 04885 

FOR AMBASSADOR SAMUELS FROM SMYSER 

E.O. 11652: GDS 

TAGS: OVIP (S.I. KOROMA), SL.GW 

SUBJECT: HEALTH OF VICE PRESIDENT KOROMA 

REF: FREETOWN 915 

1 . WE DELIVERED A LARGE BOUQUET OF SPRING FLOWERS TO 
KOROMA IN YOUR NAME. 

2. WE WERE NOT ABLE TO SEE KOROMA SINCE HIS CAST WAS 
BEING CHANGED WHEN WE CALLED. THE SIERRA LEONE EMBASSY 
TOLD US THAT THE VICE PRESIDENT IS RESTING 
COMFORTABLY AND EXPECTS TO LEAVE THE HOSPITAL IN ABOUT 
A WEEK. IT HAS NO IDEA ABOUT HIS PLANS TO RETURN 

TO FREETOWN. WE TRIED TO CONTACT MR. NEALE WHO HAS 
APPARENTLY BEEN TOO BUSY TO RETURN ANY OF OUR PHONE 
CALLS. WILL KEEP TRYING AS APPROPRIATE. 

3. A CHECK FOR TEN DOLLARS (DM 25) CAN BE SENT TO 
SIMEON L. MOATS, POLITICAL OFFICER, IN PAYMENT FOR THE 
FLOWERS. 

4. REGARDS. 
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